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This Notice Expires 1 June 1973 


PERSONNEL 
5 April 1973 


ELECTION OF GOVERNMENT EMPLOYEES' HEALTH 
ASSOCIATION (GEHA), INC. BOARD OF DIRECTORS 


Pursuant to the bylaws, a nominating committee has sub- 
mitted the names of candidates for the Board of Directors of 
GEHA, Inc. The terms of office will run through calendar year 
1974. Attached for use by GEHA members only is an official 
ballot. Please complete this ballot or a facsimile and send 
it to the Secretary of GEHA, Inc., 406 
Magazine Building. Ballots must be received by close o 
business on 14 May 1973. Results of the election will be 
announced via an Employee Bulletin. 


FOR THE DIRECTOR OF CENTRAL INTELLIGENCE: 


“ 


HAROLD L. BROWNMAN 
Deputy Director 
for 
Management and Services 


Attachment 


DISTRIBUTION: ALL EMPLOYEES 


Upon separation from the attached 
ballot, the classification of this 
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transmittal notice is automatically 


replaced by the control statement 
ADMINISTRATIVE - INTERNAL USE ONLY 


Approved For see eee 


25X1 


